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Associations, Societies and Governmental Agencies— 
Major News items and articles relating to this group are 
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Public Utilities—Articles dealing with individual power 
companies, and with their related activities, are indexed 
alphabetically under the company name and not, as 
formerly, under the heading Public Utilities. 

Rural Electrifie-tion—All articles dealing with vari- 
ous phases of suppiying service to rural areas are indexed 
under this subject head. 

Statistics—All articles dealing with any type of statistics 
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ject class that the article falls under. 

Steam Stations and Developments, Hydro Plants and 
Developments — Articles about generating stations are 
listed under one or the other of these heads, according to 
the type of station. 

Following the main index is an index of authors of 
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poles not pulp (N) Oct. 20 

Woodpeckers fooled by nest section 
pole July 

Portland General Y 
96, 101; (N) Nov. 
Dec. 1, 6; (N) Dec. 

Takes co-op’s lines 
Salem, Ore. (N) Sept 

To study home heating 


truck by 


trees 


from 


Post-war Planning: 
Chattanooga Electric Power soard 
plans for post-war (N) July 21 
Transition to peace in electrical 
manufacturing. . Meier, Sept. 
15 
Vinson 
tion's 


reveals Truman’s Administra- 
post-war program (N) July 


Potomac Electric Power (N) Sept. 
Foremen file suit for pay (N) 


a: 
Power sales—‘‘More power to America” 
program by G.E. (N) July 
Power supply—Power for national defense 
(Ed) July 21.. 
Strong power system vital, 
tells Army group (N) Aug 
Power train is sealed for export shipment. 
G. L. Moses, Dec. 


Bennion 


Prices: 
Electrical equipment prices (Ed) 
18 
New method of pricing industrial items 
Dec. 11; (N) Dec. 8... 
Price problem (Ed) Oct. 


(E) Editorial. * Tilustrated. 


to 
o 


o oo © 
MII Swwowrs 


Public 


Public 


Public 
Public Service 


Public Service 


Public 


Pumps—Dolly 


Radio 


ailroads—Electrification—Rotary 


Priorities—Inventory control measure 


Sept. 1 
Scheduling dropped on electrical items 
(N) July 7 


Public Ownership: 


House approves deficiency appropria- 
tions (N) Dec. 

House Committee slashes 
public power (N) Dec. 
Transfer of private utility holdings to 
public ownership isn’t just peanuts 

(Ed) Nov. 


funds for 


Public relations—Banks cooperate 


tric promotion Sept. 15........... 
setter home towns program getting 
results in Georgia. H. A. Smeeton, 
Dec. 15 

Service Co. : iana plans ex- 
pansion for five years (N) Aug. 4.. 
Service Co. of Northern Illinois 
Cle. Beet BOs witaceses a 


Public Service Co. of Oklahoma (N) 


10 
Buys Fletcher Light (N) N 

Service Electric & Gas (N) 
20 
of New Jersey (N) Oct. 
20 
of Oklahoma plans new 
construction (N) Sept. 8... 


Utilities: 

Boren, Representative, 
dle, Inc.” 
July 14 

Power plants protected 
production (N) Sept. 

Power policy pot boiling on 
fronts. R. N. Larkin, Dec. 8 

UL. S. Commerce Dept. surveys utility 
expenditures (N) Aug. 

War's end will free electric 

industry (N) Aug. 


scents “Swin- 


Publie Utility Districts: 


Clark County PUD deal blocked by 
property owners suit (N) Dec. 29.. 
Clark County, Wash. markets bonds 
(N) Dec. 
Cowlitz County 
suit (N) Nov. 
Lebanon, Ore 
expansion (N) Nov. 
Linn County PUD to vote on forma- 
tion of district (N) Nov. 
Omaha Public Power District 
(N) Sept. 29, 91; (N) Oct. 27 
Oregon P.U.D. can pay for system 
with income for 30 years (N) Oct. 20 
Puget Sound Power & Light sale 
brings criticism (N) Oct. 
P.U.D.’s offer to buy Puget 
Power & Light (N) Aug. 25 
Washington Public Utility Districts 
plans to buy Puget Sound Power & 
Light halter (N) Nov. 


have funds for 


formed 


Sound 


Puget Sound Power & Light (N) Nov. 


Ruled not a utility (N) Sept. 15...... 11 
Sale seems stymied (N) Oct. 13, 
(N) Nov. 
Wins award for 
July 21 


annual report (N) 


mounted pumps 
flooded manhole July 7 


R 


Radio: 


First twenty-five years 

ng (Ed) Nov. 10.. 
Mobile radio telephony 

July 21 
Super-air loudspeaker demo 

(N) July 28 *§ 
Tube racks simplify radio servicing 
problem. H. G. Silliman, Oct. 13..*126 

communication—Two-way fre- 
quency modulation solves difficult 
communication problem Sept. 1.... *82 
initiates chain of mishaps Sept. 1... 99 
con- 
verter substation built on flatecars. 
Wa Re BCE: GUE Bes kecdeneuaws #140 


Rates: 


Arkansas Missouri Power rates 
be lowered for Army and Navy 
July 14 
Consolidated Gas, 
Power rate case 
(N) Dec. 
Detroit rate case (N) July 14, 
Nov. 17, 9; (N) Dec. 
District of Columbia Commission rate 
orders can be appealed (N) Nov. 3.. 
FPC Arizona rate study foes seek 
referendum (N) Nov. 
Kingston, N. C. warned cut rates 
shirt companies illegal (N) July 21 89 
Nashville surcharge to go (N) July 7. 112 
Pacific Gas & Electric rate schedule 
approved (N) Oct. 27 
Rates for tomorrow's load (Ed) Sept. 
1 
Seattle’s all-electric 
dential use. Fred Knaus, July 
South Penn Power Co. rate case 
Dec. 8 
Three Arizona utilities ordered to give 
customers refund (N) Dee, 15. 











VIil1 


Washington Water Power gives 
graphical presentation of residen- 
See See es Oe a 6 oaks wesc ckenee #122 


Reconversion: 





Los Angeles Power will give recon- 
version advice (N) Sept. 1......... 98 
Manufacturers swamped by ending of 
war orders (N) Aug. 25.......0: 5 
Problems for manufacturers (N) Y 
| eT ote ee eee ee . 109 
Rectifiers—Rectifiers for compressor en- 
eine: IRISiGN POV: 36.06 ks cece nse 71 
Thyratron rectifier control steam tur- 
bine governor. J. H. Schroeder, 
POE BE éekcbon tad iusesdssnaewann es’ *68 
Refrigeration: 
Commercial electric refrigeration 
WEAMGATE AOE. Bi ccncvccceweavsvdsevs 97 
Food refrigeration as a load builder 
RPE, Tet i Slices gua bee ee kaee 92 
Locke plants ‘become refrigeration 
SO TRE (Bik < oh 3k we Saeed Fh aD 170 
Regulation: 
Arkansas P.S.¢ member named (N) 
Be BO cca nr waettha we een baen kee oeeb's 8 
Missouri Public Service Commission 
appointments (N) July 14......... 10 
Regulation strays into management 
Soman in: CHR BPO. Be ic ce we cect censeeee 132 


Relays: 
Calculating board studies operation of 
relays on out-of-step condition. WwW. 


ED, RUSS Be cn vansccciavpass *85 
Chart facilitates relay settings July 

cae eOe he ae biod Ksren Se ee hee e's © ti *95 
Design of relay test box. J. F. Caro- 

ee GE Ere eee ee ee *124 
Distance-relay protection for section- 
alized bus. C. A. Molsberry, Aug. 

| errr re ree ee Eee ee eT *96 
Improvised relay for low volt-ampere 

use, Constant & Sykes, Oct. 27.... *122 

Resuscitation training (N) Nov. 3........ %9 
Rivets as permanent fastening devices 

Sept SD - 455 weg est sets a oo'6 ‘scans Ree 

Riviera Utilities Co. (N) Nov. 24 pune 94 

tochester Gas & Electric (N) Oct. 20.... 9 
Rocky Mountain Electrical League meet- 

ng (N) Nov. 3. aweb eee ee nO 0s os 00 7 
Rubber—Static conductivity test for rub- 

ber belts, Rose AMG. 4. . occ wcveses *128 


Rural Electrification: 


Aiding adequate farm wiring Dec. 22.*110 
Alabama Power and co-op joint sub- 


station owners (N) Aug. 25........ 4 
Arkansas co-op to build (N) Sept, 1 98 
Arkansas co-ops may lose favored 

REE. THre eG, BPs xa vcccccwseceesyn 4 
Arkansas, Oklahoma and Missouri 

plan super-power system (N) Dex 

BP i Met vethuskins eure mn w oihiee Simdch &% 8 
Arkansas Power & Light and co-op 

share area in 2 counties .4N) Ne. 

10 cee mh etki be OMENS Oe ee 134 
Arkansas Power & Light to serve 

Dyess rehabilitation area (N) Sept. 

29 eee tek Dh wether soe sk eds bees 89 
Arkansas Public Service Commission 

takes control over rates of co-cp 

FW MN RO he Ca aig on eek on ae tat 6 
Ark-La Cooperative ruled public util- 

See ee AE. OR ore ebi bis ns A 0 lee oe Reale 6 
Black River Electric Coop to build 

a a errr 6 
Booklet answers rural extension 

questions Dec. 22......<«.. i «Pane 
Booklet explains cost ff farm line 

extensions Sept | SOP OS err rs *144 
Booklet promoting farm electric serv 

Dk oO 00.8 6 ok o.ce-e de had he 8 75 
Carrier telephone for rural. service 

explored in field study. R. K. Hona- 

MRS J Wales's ae cosas lee eee ee *94 
Central New Mexico coop. surveying 


routes for lines (N) Aug. 18....... 108 
Central Vermont Public Service ad- 
vertising low cost electricity Oct. 
Challenges right of P.S.C. to allocate 

service areas (N) Sept. 29......... 88 
Dairyland Power co-op expansion 

program (N) Aug. 5, 6; (N) Nov. 3 8 








Electrical World surveys rural elec- 

trification in Far West (N) Nov. 

10 Pee re : al bah eRe 133 
Electronic telephones installed on lines 

of Arkansas co-op (N) Dec. 22.... 80 
Farm modernization not electrification 

(Ed) Oct. 27. s ined'a wa ales 66S. w et 93 
Florida and Georgia co-ops plan power 

station CA) BUG, D1 ncsccvecssvcves 10 
Fluorescent demonstration given 4-H 

club leaders in Wisconsin. A. @. 

ot PY SS 2) ee ere ee ..*170 
Georgia line to be expanded (N) Oct. 

DE 200 heGe bts 05.5% at iui hl We glen si dah eh 10 
Hay drier uses portable motor Aug. 

Da bie eeath eee eae bank: ka ae sencvaee 
Highman-Fulton Rural to 

construct lines (N) July 21........ 93 
How to determine voltage drop on 

rural lines. Watkins & Rothplets, 

DOE. Te 8 6 id Re eOS AON SS 
Idaho Power buys Oregon 

(N) Dee Exmcwiebknkh soo eee bG Weiss 
Idaho Power to furnish service for 

Oregon Co-op (N) Aug. 4.......... 114 
Illinois lines authorized (N) Dec. 1.. 9 


INDEX 


Inductive coordination of REA lines 
and Bell System lines. Moore & 
MESON, SPCC. Bia e. is o:0'5.00:0ee &ob6 0r8 *96 

Iowa co-ops will build plant (N) Nov. 

RU | Gch he Sen oe iw dike eas ASS wie OC 5. 0H 15 

Joint line evolved for rural services. 
Schois & Craft, Nov. 34...ccccvccss *76 

Kentucky lines to be constructed (N) 
CSOt, GB, Bet Cp Oe, Bee heck eevee 76 


Kentucky Utilities reward 
achievement, F. I. Fairman, Oct. 
RE. eas 055 eee elds waa caw AK 126 
to build lines (N) 








PR Ce: ams saacceteswes bes bsleds bike 110 
Lum and Abner character opposes 

Pine Ridge co-op (N) Oct. 6...... 9 
Maryland co-op to extend lines (N) 

le Be sen danes chee eb bss oe tah Se aRne 119 
Mississippi Power & Light sponsors 

4-H electric clubs Sept. 1.......... 128 
Missouri coops take over private util- 

ity <p grec... 2... 10 
N.RuE.C.A. asks ef 

standarde ({N} DOG.  2..siccvasnswe 6 
Nebraska co-op formed (N) Aug. 25.. 8 
Nine Southwest co-ops plan generating 

ae) te dl | Pare 115 
Ohio cooperatives named by branch of 

contract suit (N) July 14.......... 8 
“Pay-as-you-go"” farm electrification. 

WH. Es SOO, NO: Bic s.0s cnc wanews 174 
Peace River Valley Electric to build 

OG CID SOT Pears i sevedassacerer 10 
Peak demand on rural lines deter- 

mined by chart. Watkins & Roth- 

EGG, A Shs dene s caw 54 rand ores *129 
Pennsylvania Electric sues to stop 

CO-OP DIGNt CH) AWE. Seon cc sccrcsae 114 
Rural school lines planned in Virginia 

Cee MAES s cv bivin wh Rede e ke bas ERs 8 
Salem Eleetrie Co-op again loses 

chance to expand (N) Nov. 24...... 95 


Salem Electric’s lines taken from poles 
by Portland General Electric (N) 


DORs: Cis Rit ahwnse eee he coerce es 8 
Smaller-rural transformer advantages. 

se ee es EI OE ts coe as oc ee *69 
Socorro Elee co-op buys utility division 

TREY GOs Wek nd cae R 6 4b boo SO 101 
Tallahassee declines to sell rural 

Rte a errr ee rer 6 


Unite 50 farm greups in educational 
program. R. F. Pulver, Aug. 18&.... 144 

Virginia group refuses service from 
cooperative (N) Sept. 22 . 8 






Washington coop formed (N) Aug. 8 
Wisconsin celebrates farm electrifica- 
CUM: CIP PROMO RG ks 6h a dee week eee 133 
Wisconsin, Minnesota co-ops buy 2 
celia i ¢ 5 a a a ee ee ere 9 
Rural Electrification Administration: 
Appropriation authorized from RFC 
Caen EN) Sivek wan Gees bec eees a 112 
Appropriation plans opposed (N) Oct. 
TP ee eee Cee Re re rere 95 
Cooperatives urged to aid appliance 
SOOIOES £0} BROW: 2 ikacscss eaves — 4 
Denver center to ship poles (N) Nov. 
OG ice ar eek et eh ee ee cir A a ele “xe 94 
EHFA liquidated; government profits 
td ee > ee 2 Rs oe ee ccc 
N.E.C.A. plans to protest REA policy 
to. Sommréne £13 SOG. Dien ss isa eaas 5 


Progress REA operations under Wick- 
ard. R. N. Larkin, Aug. 18.. eae 

Public Service Commission must ap- 
prove loans to Kentucky coops (N) 


Oct. 6 ya (ene kee ; oe ee 4 
To return to Washington (N) Oct. 6.. 3 
Wickard supports power co-ops (N) 

Pe -E gs06h eb aneealeatanaes cedeoun 140 

’ 
Russia: 
Dnieprostroi power expected in 1946 

CREP GROG OG on ac cate er vie wees wee sas we 
Power plants ordered (N) Oct. 6..... 4 
Solar energy derived from 380-ft. mir- 

CE ae see an wis aca le 6 ace acne ee sels 164 
Solar energy power plant Nov. 24..... 78 
Utilities in pre-war shape by end of 

Se ME | a5 ain itiee eat uo G(6 Ree’ ee ere 73 
Wind-power stations to be used (N) 

DT. ae Sd eat oon ee a 20 

Rust preventing composition which n- 
cludes lubrication Sept. 29....... : oor 


S 


Safety Financial aid _ for employee eye 
protection, A. O. Mangold, July 21 78 
Gloves and blankets sealed by adhesive 
tag. D. S. Roush, Sept. 16.........%132 
Guide for safe working methods on 
transmission lines. Cc. |. Mahoy, 








PPP Tar eee eee 126 
Life line provided on line truck Sept 
| PRR ee er eer rer *142 
Utility safety winners (N) Dec. 29.... 7 
Salvage—Neutral bonding spider made 


from CADIC ORGS ABE. 8...5.ccesverse 
San Diego Gas & Electric (N) Oct. 
Starts new line for pumping services 





COUP AOR.” Gi 2 ing hee pete bee kde tsne's 8 
To extend lines for farms (N) July 
OE Wiis uee Ui cw oakdec ok Oa ie aes back 6 
Santee-Cooper Power purchase suggested 
by South Carolina Power (N) July 
aeerecrr rere ery Tat we re ee eer et 89 
Silicone resins for electrical insulation. G. 
Sa... Beene, Beet,” BOsaa<ckceusnnevss ns *79 
Silicone rubber elastic up to 500 deg. F. 
POU. Oe Sc ap PRS RBANKG (ORE TEEN LOO 138 
(E) Editorial. * Illustrated, (N) News 


Vol. 124 


Silver brazing alloys enhance joint ch 
acteristics. F. T. Van Syckel, Ju 
ee. a nk See ee be ae ok BOE RO w ae Ou cw *16¢ 
Smoke abatement ordinance Dec. 8... 9} 
Solar energy derived from 30-ft. mir: 


a Or ee ere eee ee 164 
Solar power plant in Russian Asia Nx 

24 ‘ 

BO Oi we tiah et ke 6 ahd bea e timed ore! % xc . 1 
Sound transformed into visible patt« 

Cae) 20s Oca esionae sss ma PR ae5k 6 94 
South Carolina Power offers to purcha 


Santee-Cooper Power (N) July 21 gq 


Southeast Power Pool—Experience in 





ministering (N) Oct. 27........ 9 
Southeastern Electric Exchange meeting 


(N) Oct. 13, 119: (N) Dee. 15... *7 


Southern California Edison (N) Novy, i7, 
ae | a ee 1h 
Ends appliance sales (N) Oct. 6.. 8 


Plans change to 60 cycles (N) July 14 16 
Southwestern Gas & Electric to erect gen 
Crating pliant (IN) AWHs Bec ceccucca 5 





To sell water properties (N) July 4 
Southwestern Public Service—Clovis loses 

ee Rs A irs oS ss we wD re a 4 

Sues for taxes (N) Sept. i......... 9§ 


Standard Gas & Electric (N) Oct. 6.1.11.) “¢ 


Standardization: 


Alternating current power cireu 
breakers standard approved (N) Dex 
_ eee Re PRET eee ee eee 9 
Commercial elect ration 
dig wsic, ig RE, PE ee eee : 97 
Electrode standards (N) 





Rr Es 6 no dae ohare Ch Rina KIO Wk a Rea 93 
Street lighting equipment inventory 

reduced. H. G. Glum, Nov. 10 #129 
Wiring standards given approval of 

Committee (N) Aug. 4...... 120 


Electric Institute com 
piles home electric use. statist 
eee: NN EW wa bi a, ol wea spokes hana’ S 
100 kw-hr per month average reside 
tial use announced by Edison Elec 
tric (Ed) Nov. 24..... ‘ : 67 


Statistics—Edison 


Steam Stations and Developments: 
3oiler water indication “out of dark” 















Ne) gd A | Oe ee 114 
Cecil Lynch plant of Arkansas Powe 

& Light started (N) Aug. 11.. i 
Coal stoppage from bunker to boil« 

detected by warning system Cy! 

DIAGN, DSC. B28 000 ncaa caret ao #85 
Electrostatic precipitation to removs 

flY ash from stack gases. oe es 

WERE, OOC. 186.66 cKic ios se *101 
Forced-circulation boiler confirmed i 

A.S.M.E. Sessions Dec. 8...... 1 
Handling war-time coals n boile 

DIRNTG FMF Ti cca bw ede ja vels bas 10 
Hell Gate Station adds topping ur 

to increase capacity. W. E. Cald 

WAG Ses AW ws Gade wee Ses . ‘ 116 
Hose winch lightens tube turbining 

task. G. A. Forter, July 7..... : 119 
Hotter steam causes turbine parts t 

“grow” Nov. 10. 5 
How to determine steam requirements 

for turbine generator units. Fisher 

& Carlson, pt. 1, Sept. 1, *116; pt 

2 Sept. 15, 128; pt. 3, Sept. 29.... 98 
How to obtain heat rate for various 

steam conditions Fischer & Carl- 


OOM, SIC Biss cc ckoncwd bebe tenwes « #132 
Hydraulic sluicing system for elevat 

ing ash from furnace pits. Groene- 

wold & Kinnebrew, Dec. 22... ; *61 
Jennison, N. Y. station dedicated (N) 


ee | ee nee wie aed ; *79 
Jennison Station design. Perry & 
Greacen, pt. 1, Dec. 8, 118; pt. 2, 
OEE, RSA re a eee Sn atedas ae 
Lake Charles plant to be sold by gov- 
COPRINORE th) OC. Bt ov iwwes cdc was . 8 
tiverside Plant designed for sim- 
plicity, dependability. 


Quarles & Fallon, Aug. 18....... #9 


San Antonio’s Mission Road plan 
doubles capacity of old plant. by 
modernization, J. H Hochuli, 
DO, SD. ip bhieed wana e666 oe we Sie $33 

Stamford steam plant shows’ good 
operating results after three years 


GT Re Vachss achaaeee *63 

Tulsa station of Public Service, Okla 
collects fly-ash from flue gas witl 
spiral inlet and skimmer. W. E 
miIBMORrewW, BOHt.. Lb its s vs i000» *119 

Turbine erection speeded by prefabri 
cated forms. H. E. Deardorff, Oct 


9 * 
GE eevee eeesreeereseseeseeveseseeseseee 4 


Substations: 
Capacity 
Compact 


Dec. 8...*143 
layout 


tenfold 
substation 


increased 
pole-type 





OR SE. 6 civ su seek ercee sd eres ine os 
“On line’ test station electrical fea 
tures. A. Bo Bier, DOG: Boe orcs "19 


Preparing and repainting outdoor 
electrical equipment. E. B. Curdts, | 
pt. 1, Nov. 24, *84; pt. 2, Dec. 8....%18 

Rotary converter substation built on 


flatears. V. I. Edsterday, Oct. 13...*140 


Shunt capacitor operates with syn- 
chronous condenser at Ohio sub- 
station to correct power factor. 


Smith, Roberts & Vaughan, Nov 


rrr ree ren Pere, *114 
fraveling shop maintains substations : 
F.. .0S. Bemaricns,. Bam. 2. ii iies cvs *33 


Surplus War Property—Army releases sur- 
sale (N) 


plus power stetions for 


Sept. 1 


© 





Jul 


Swi 


Tax 


Tele 


Tele 


Test 


July to December, 1945 


How to get needed war surplus for J 
engineering schools (Ed) Nov. 24.. 89 
Sales announced (N) Sept. 806; 
Dec. 


syitches and Switching: 

Air-break switches bypassed for at- 
tention. A. H. Drummond, July 
yreak switches for loop circuit 
ervice saves investment in breaker. 

aul Naney, Dec. 8. .*145 
tance-relay protection for section- 
zed ‘bus, Cc. A. Molsberry, Aug 


ir arrangements of operating mech- 
anisms for air switches Nov. 24.... 
nroving disconnects Nov. 
ht colored swtichboards in 
ias & Electric system July 7 
Manhole, switch simple, positive 
action Dec. 8. ; dv are kb ater oe *145 
Method for identifying leads on 
switchgear wiring diagrams. A. E. 
Anderson, Oct. 2 *110; correction 
Dec. 22 aa ua a 
Num! itching de- 
vices > &. Grim Get Abviiacee 
Sectionalizing or restoration of serv- 
by use of air switches Nov. 10. .*148 
Tallow candles test disconnect switches 
July 


In 
Li 


*134 


49 
12 


department Sept. 1......%112 


z 


ina Electric (N) Oct. 6, 9; Nov. 
Ra refunds unclaimed sent 

(N) Sept. 8.. a celasbaweégs eeu @ 
s, textile, made electrically conduc 


e Sept. 15.. 


group gets details of 
ver sale (N) July 21. 
Borer Representative, scents 
dle, Inc.’’ in public utility f 
July 14 Oe a eae nse 
‘alifornia studies home power 
ossible tax source (N) Aug 
coa, Fla. taxes lit 
Oct Me, vai Nelo i 
acksonville municipal plant 
lid (N) Sept. 22.. 
ucky Utilities Co suit 
ernment (N) Dec. 29... 
tucky Wants tax cut to 
1) Nov. 24 
y aspects avoidance 
ry. R. N. Larkin, July 21.... 
souri Power tax refund appealed 
Nov. 24 ° er es ‘ ° 
pally owned Ohio utilities go 
ax list (N) Oct. 6. 
le taxes rise so power board 
more (N) Aug. 25.. 
legislation cuts taxes 


York fights ‘ 
te business (N) Dec. 
hwest utility taxes 


program 
s (N) Oct 
ivoidance invest 
ties (Ed) July : cee eta hs 
x exemption aids public ownership 
under Holding Company Act (N) 
Nov. 10 rrr . 
Tex coops not exempt 1 ad 
rem taxes (N) Dec. 1. PG 
Tex court approves payment in lieu 
f ixes (N) July 2 
Texas court now forbids n 
1 of taxes (N) Nov, 24 . oe ee 
Union Electric Co. of Illinois must 
] remainder of 1944 taxes (N) 
14 
Elec 
business (N) 
gton loses taxes 
public (N) July 
stown tax case goes 
Aug. 
stown utilities ta 
r court (N) July 


ation has possi- 


upheld by 


Telephones: 


Telephone & ‘Telegraph 
2-way vehicle telephones (N) 
14 ‘ (Vvenene< 
telephone for rural service 
red in field study. ee 
n, Aug. 
telephone installed on 
J. L. Buckley, Dec. 
l telephones installed 
of Arkansas co-op (N) Dec. 22 


radio telephony out” 
1 


Am an 


cy modulation television 

1 least from plane will be tried 
(. Aug. 
2 Ne on for merchandising 
et sion used as sales aid 


N 24 


Testing and Tests: 
Cor 
ort on resistance measured 

a] atus Sept. 29....... 


(E) Editorial. 


INDEX 


Field test yields ration of delta-con- 
nected bushing current transform- 
ers. C. E. Asbury, Nov. 

Flashlight becomes a testing device. 
A. R. Constant, Jr., Sept. 29...... 

How to test oil-filled ~ bushings. 

Cc. Fronmuller, Nov. 10 

Max-I-Meters tested on “‘zig-zag”’ 

E. J. Norton, Nov. 

Meter test board equipped by 
W. T. R. Ward, Nov. 24 

“On-line” test station electrical 
tures. A. R. Miller, Dec. 

Phase dentification test 
July 21. 

Portable ‘‘meter shop’’ provides 
yeal testing. E. Armstrong, 
Oct. 

Surge 
set Sept. 1 ota 

Suspension insulators tested by 
low-cost set-up. Pp. M 
10 

Synchronization of 
lators Nov. 24... 


Texas Power Reserve meeting 


1 


Texas U 


Dec. 15 


Toledo Edison (N) Sept. 


To build coal handling equipment 
Aug. 11 


Tractor mounted hole 


ton, July 21. 


Trailers: 


Cable fault locating set mounted 
trailer. W. D. Seal, Sept. 1 

Engine-generator set in trailer power 
drills, also used as emergency light- 
ing unit Aug. 4. ‘ ‘ 

Transformer trailer artfully disguised 


97 


Oct. ~f 


Training: 


Industry sales training program (Ed) 
BG BE: cneees ee 
Linemen trained on model 1 
Chewning, Dec. 22. oun. 
Ontario hydro open school for 
men (N) Sept. 15 ae 
Oral tests in lineman training. 
Malloy, pt. 1, Aug. 18, 136; 
Sept. 1, 108; 3, 
pt. 4, 


Transformers: 


Aging of transformer insulation com- 
puted Mi. Te. PPOs, Beet. Lies cciacie 

Caleulating fault current on _ indus- 
trial network system, J. 3. Pare 
aoe. 3906; Bei iowa 

Cutout box opener 
yi” ae ee . *122 

Dry-type 
trals Burke & Pritchard, Aug. 18.*13 

Dry-type transformers for phase- 
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